Iren is one of the most important and dynamic multi-utility companies on 
the Italian scene and is active in the fields of electricity, thermal energy 
for district heating, gas, integrated water services, the environment and 
technological services. Students can learn directly about the operation of 
one of the most modern cogeneration plants in Italy, which has the most 
advanced technologies for the simultaneous production of electrical 
and thermal energy. The Torino Nord power plant of IREN Energia has 
a total capacity of electricity of 420 MW and a thermal power of 250 
MW. Together with the Moncalieri plant, it is the main source of heat 
that feeds the Turin district heating network, making it the most district- 
heated city in Italy. 





Guided visit of Torino Nord cogeneration plant 


Duration of 
the visit 3h 


Mon.-Fri. Nov. to May — in the morning 


Availability from 9.30 am 


Price free 





Participants min 15 / max 25-30 











per group 
Language Italian 
Notes comfortable outfit and closed shoes 
Minimum 
age 11 years 





Iren Energia 
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